
SOME THINGS ARE BETTER 
SUGAR COATED... 




...OUR BRIDGES ARE NOT 

JUST BECAUSE IT LOOKS GOOD, DOESN'T MEAN THAT IT IS, 


THE MARKET STREET BRIDGE SUPPORTS OVER 6,000 PEOPLE 
EVERY DAY. ITS LAST INSPECTION IN 2012 GAVE IT A 66.1% 
RATING INCLUDING POOR RATINGS FOR THE ROAD TOP AND 
STRUCURE SUPPORTING THAT ROAD. IT'S NOT IMPROVING. 


IGNORING IT WON'T FIX IT. 


